WANTthese features 


• 7 to 98 Channels 

• All Recorded on one 1" magnetic tape 

• Time and phase correlation between all 
channels 

• Frequency response from DC to 2 .5 KC 

• Loop Recorder capability 

• Time base change on playback 

• Built-in signal conditioning for piezoelectric, 
strain gage, and high level transducers 

• Output drives oscillographs and analysis 
equipment directly 

• Low per-channel cost 

• Low operating cost 


... in a system to record A 

Vibration Test Data • 


. . . then we have a package youll want to hear 
about. We call it the Series 2000 Vibration Data Re¬ 
corder. Its modular... you can buy part now .. . add 
to it later if you heed to. You can even put modules 
in remote test cells and wire them all into a centralized 
data system . . . but space does not permit full de¬ 
scription here . . . 

For a complete description including performance 
data, call or write for our new eight-page brochure. 
Please use the coupon below . 


Dept. II 

Q DAT A-CONTROl SYSTEMS, INC* 

E. Liberty St., Danbury, Connecticut 203-743-9241 

Phase send me the brochure on DCS' new Vibration Data Recorder 

NAME ____ 

COMPANY _____ 


ADDRESS 



